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Donegal hydro and peat schemes, 503 

Doors, Automatically operated, 938 

Dorman, Long & Co., Lackenby steelworks, 
197, 231 

Drakelow ‘* B”’ power station, 339 

Drip feed gas carburizing, 624 

Droitwich, All-electric flats at, 787 

Dry shaver manufacture, 293 

Dunsheath Committee’s Report, 239 

Durey, M. F., Londonderry Electricity Dept. 
V., 827 

Dussek Bitumen & Taroleum, Jubilee of, 976 

Dynamo, Early, 830 


EarTHING: and farm installations, 67; 

electrodes in collieries, 912; by 
Manoranjan Datta, 1019 

Earthing faults on installations, by C. F. 
Mayson, 283 

Earthing resistance, Large, 401 

East Africa: Imports into, 1065 

East Midlands Electricity Board: Identifica- 
tion of employees, 79; Distribution 
schemes, 109; Grain drying, 694 
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Eastern Electricity Board: Costs and tariffs, 
56, 969; Water heating publicity cam- 
paign, 101; Mobile service centre, 292; 
Possible higher charges, 417; Flood 
restoration, 5743 assists Ipswich 
Fire Brigade, 740; Consultative Council’s 
meeting, 417, 787, 986; New consumers, 
945; Finances of » 986; Supplies to 
Council homes, 986; Service Centre 
display competition, 1015 

Edison Swan Electric Co: Cathode ray tube 
factory of, 22; Sunderland factory pro- 
gress, 772 

Education: Higher technological, 232, 957, 
974; Dunsheath Committee’s Report, 239 

Egypt: Radar for the navy, 178; Prospects 
for British exports to, 816; Electrical 
imports into, 826 

El Salvador, Telephones in, 827 

Electric Construction Co.: South African 
factory, 627 

Electric Lamp Manufacturers’ Association: 
Illumination design course, 588 

Electrical Association for Women: Autumn 
classes, 455; Awards, 456; One-day 
conferences, 572; 30th birthday of, 574; 
Scottish week-end conference, 646; 
English Electric demonstration, 738; 
Kitchen _ planning competition, 896; 
Hartlepools Branch jubilee luncheon, 938; 
New Beverley branch, 977 

Electrical Contractors’ Association: Trading 
by Electricity Boards criticized, 492; 
Year Book, 659; 1955 Conferences, 661; 
Co-operation with Electricity Boards, 868; 

. Newcastle branch dinner, 973 

Electrical Engineers’ Exhibition, 528, 817, 859 

Electrical Fair Trading Council, 215, 714, 724, 
790; Historical survey, by A. S. Lowe, 
7973. Order in the industry, by V. 
Watlington, 837, 868, 872; ‘‘ Coming-of- 
age ”’ luncheon, 873 

Electrical Fair Trading Policy, 215; Economic 
effects of, by T. W. Heather, 872 

Electrical Industries Benevolent Association: 
Annual meeting, 251, 527; Annual dinner 
and ball, 814 

Electrical Industries Club, 176 

ee industry, Materials for, during 1954, 
104 

Electrical Power Engineers’ Association: West 
of England Branch annual dinner, 853, 887 

Electrical progress—1954; C. A. Parsons & 
Co., 1003 

Electrical Sign Manufacturers’ Association: 
Design competition, 694, 1014 

Electrical Wholesalers’ Federation: Com- 
pletion of forty years, 2, 27 

Electricity, Municipal, 868 

Electricity and transport, 638 

Electricity Board for Northern Ireland: New 
headquarters for, 738 

Electricity Boards’ sales: June, 153; July, 
339; August, 502; September, 711; 
October, 865; November, 1062; Annual 
reports, 562 

Electricity Consultative Councils, 1028 

Electricity Re-organization (Scotland) Bill, 

__ 138, 698, 772, 868, 894, 933 

Electricity supply industry: Committee of 
Inquiry into, 259, 752, 854, 929, 975; 
Salaries in, 629, 810, 830, 854; Rising 
costs in, 963 

Electronic instruments, Maintenance of, 980 

Electronic production control, 790 

Electronics Convention, 141 

Electro-precipitation, Large scale, by D. O. 
Heinrich, 804 . 

Emerald Beach Hotel, by S. L. M. Barlow, 685 

Employment in 1953, 163 ' 

Enamelling plant, Mechanized, 895 

Engineering, Industrial: Productivity team’s 
report, 438, 545 

Engineering Equipment Users’ Association,1064 

Engineering in Europe, 61, 179, 221, 242, 272, 
326, 362, 475, 726, 918, 965, 1002, 1034 

Engineering Industries Association, Seventh 
Regional Display of, 662 

Engineering materials, 381 

Engineers, Professional, by C. F. Mayson, 189; 

and management, 853; Shortage of 

» 990 

Engineers’ Guild: Scottish branch, 177; 
Annual report, 858 

English Electric Co.: New offices, 328; 
Protest over Seattle tenders, 492; Loco- 
motives for New Zealand, 656; Demon- 
stration, 738; American contract, 776; 
Liverpool works exhibition, 896 
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Equipment, Pre-packaging of, 367 

Erection of plant, by F. E. Sugden, 1001 

Ethiopia, Radio equipment for, 1014 

European Atomic Energy Society, 257 

European Management Conference, 217 

Exe Valley extensions, 463 

Exhibitions: Association of Public Lighting 
Engineers, 391; Bagdad Trade Fair, 
402, 647-651, 818; Brewers’ and Allied 
Traders’, 628; Brussels International, 
937; Canadian National, 251; Com- 
mercial Motor Show, 523; Dairy Show, 
743; Engineering Industries Association, 
662; Food Fair, 455; Instrument makers’ 
travelling, 366; Laundry, 101; Model 
Engineer, 329; Motor Control Gear, 
1051; Motor Show, 703; National 
Factory Equipment, 530; National Poultry 
Show, 893, 959; Nursing, 529, 663; 
“100 Good Catalogues,’’ 627; Production, 
115; Public Works, 843; Safety and 
Factory Efficiency, 628; Schoolboys’, 
1052; Scottish Industries, 399, 454; 
Smithfield Show, 958; Society of British 
Aircraft Constructors, 388; Willesden 
Civic Show, 493; ‘“‘ Working for Better 
Living,” 978, IOI5 

Explosion hazard in lighting, by J.G. Holmes,436 

Export: Electrical prospects, by A. 
Newing, 202; —, ee 629; 
Scientific instrument 

Exports, Electrical, 328, 330, s. i ; World 

» by R. E. Kaan, 729 

Eynsham-Yarnton overhead line, 635 














Factory electrical layouts, by R. Smillie, 
95! 

Factory Inspector’s report, 24, 571 

Fans, Mobile exhibition of, 367 

Faraday House, 366; Annual dinner, 698 

Faraday lecture, by T. B. D. Terroni, 908, 935 

Farm, An early electrified, by E. C. Claydon, 


45 
Farm cottages, Supplies to, 543 
Farm electrification, 440, 542, 938, 1052 
Farm installations, by T.'C. Gilbert, 67 
Farming competition, 693 
Farms, Electricity on, 99 
Fatalities, 20, 217, 252, 361, 366, 447, 493, 652, 


Federation of Associations of Specialists and 
Sub-Contractors, Annual luncheon of, 776 

Federation of British Industries: India Supply 
Mission tenders, 368; Technical colleges 
and Industry Conference report, 492; 
Register of British Manufacturers, 819; 
New publications, 858 

Feltham carnival, 573 

Ferranti: Domestic heat pump, 564; Elec- 
tronic research laboratories, 643; Agree- 
ment with Powers-Samas, 738 

Films: Craftsmen Welders, 21; Industrial, 580; 
Owen Falls, 1013 

Fire Research Board: Annual report, 55 

Firedamp: Use as fuel, 382 

Flexible conduit installation, 190 

Floodlighting installations, Tennis, 21 

Flood restoration, East coast, 574 

Floor heating, Electric, 108, I21, 124, 424 

Flow-line processes, 158 

Flower pots, Cleaning machine for, 573 

Fluorescent fittings, Interchangeable, 503 

Fluorescent lamps: Improvements, 147, 176 

Fly ash, Bricks from, 352; Utilization of, 945 

Fog, Medical aspects of, 313; Analysis of > 
506 

Food, Maintaining temperature of hot, 937 

Food Fair, 455 

Food mixer production, 223 

Forces between parallel electron streams, by 
John Webb, 1037 

Foundry, New, 651 

Fox, Samuel, & Co., New arc furnace at works 
of, 961 

France: ed hydro-electric scheme, by 

Bird, 48; Imports and exports of, 

99; Railway electrification, 387; New 
electric locomotive, 571; Exchange of 
power with Spain, 787 

Fuel, Removal of sulphur from, 734 

Fuel and Power Statistical Digest, 1, 23 

Fuel availability and efficient use, by K. T. 
Spencer, 1056 

Fuel efficiency, Industrial, 195, 201, 251, 816, 
1028, 1056 

Fuel Research Board: 

Fuel supplies, 698 

Fulbourn pumping station, 573 





1953 Reports, 82, 111 
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Fuller Electrical & Manufacturing Co.: 
Walthamstow factory extension, 801 

Furnace standardization, 187 

Furnaces: High frequency induction » by 

Johnstone and McLeish, 677; 

Corrosion resistant belt for, 705; New 
arc » 950, 961, 998; Induction 
for India, 978 











Gar TY Theatre, New English Electric 
offices on site of, 328 

and electricity in the North West, 

Council’s report, 637, 8093 

and electricity costs, 692; Competi- 
tion between and electricity, 790 

Gas carbonizing, Drip feed, 624 

Gas and Electricity (Borrowing Powers) Bill: 
82, 97, 138, 212 

Gas-electricity choice, 1022 

Gas turbines: in power stations, 99; 
Richardsons, Westgarth to make, 216; 
Atomizer performance, 684; Coal-burn- 
ing » 758; Portable generator, 


Gas: 








395 

















897 

Gas washing, Cost of, 950 

Gauge and Tool Makers’ Association: Annual 
report, 401; Survey of apprentice training, 
859; Hospital bed endowed, 895 

General Electric Co.: Steel plant power 
station contract, 147; Semi-conductor 
laboratories, 307; Steelworks equipment 
contracts, 366, 817; Southend railway 


electrification contract, 488; Portsmouth 
refrigerator factory, 5173 Household 
equipment showroom, 528; Infra-red 


equipment for Australia, 693; New sales 
aids, 694; Guildhall lighting fittings, 777; 
New lighting fittings showroom, 778; 
Paper mill plant contract, 858; Haiti 
telephone contract, 895; Coal-face con- 
veyor control, 938; Alternator for Nor- 
way, 976; New Leeds premises, 1052 

Generating plant programme, 830 

Generating stations’ output, Solid- fuel-fired, 








82, 109 
Generation: Private industrial, 145; Indus- 
trial , by G. K. Alston, 477; and 


distribution, 1027 

Generation of electricity: June, 153; July, 
288; August, 502; September, 660; 
October, 865; November, 1022 

Generators: Export of, 99, 456; Portable gas 
turbine » 897 

Geothermal steam and atomic energy, 229 

Germanium diodes, Transistors and, 791 

Germanium power rectification, 63 

Germany: Electrical exports of West 5301; 
Telephone contract for Argentina, 896 

Gisla hydro-electric scheme, 1062 

Glass Manufacturers’ Federation: 
meeting, 1059 

Grain drying, by E. C. Claydon, 913 

Grain drying equipment, 383, 694, 958 

Gravel pumps for tin mining, 100 

Great Yorkshire Show, 290 

Greece: Extensions to St. George’s Bay power 
station, 22 

Grid suspension wiring installation, 978 

Guildhall, Lighting of the, 777 








Annual 


Harri telephone contract, 895 

Hall effect in semi-conductors, by Prof. 
H. E. M. Barlow, 848 

Hardman & Co., New premises of, 216 

Harwell Isotope School, 1001 

Heat pump, Domestic, 564 

Heat transfer and thermodynamics, 923 

Heating: Electric floor, 108, 121; Off-peak, 
124, 424; Storage space » by W. F. 
Walton, 553; element temperatures, 
830; Church booklet, 842; Advant- 
ages of electric » 934 

Heating Appliances (Fireguards) Act, 973 

Heaviside, Unpublished work of, by H. J. 
Josephs, 9 

Heavy water nuclear reactor, 257 

Hebrides, Electricity in the, 288 

Henley’s, W. T., Telegraph Works Co.: 
Student Manual, 1016 

Herbert Committee, 259, 752, 854, 929 

High bay lighting, by H. H. Ballin, 427 

High frequencies, Measurements at, 890 

High-frequency broadcasting, 99 

High frequency electric induction furnaces, by 
W. Johnstone and F. McLeish, 677 

Hire-purchase Bill, 51, 268 

Hire-purchase finance, 328 














Hire-purchase restrictions removed, 120, 143 
Holidays-with-pay dispute, 215, 1013 


Holland: British week at Maastricht, 21; 
Electrical market, 117; Netherlands 
electrical trade, 245; International 


Autumn Fair, Utrecht, 252; New Rotter- 
dam power station, 711, 946; New Flush- 
ing power station, 865; Automatic tele- 
phony in, 987 

Hoover: New Zealand company, 530; Window 
display contest, 819 

Horticulture, Electricity in, 530; —— in the 
North-West, 999 

Howden, James, & Co., Centenary of, 978 

Hull telephone service jubilee, 994 

Humphreys Joinery Works, Wiring installations 
at, 

Hunts Bay (Jamaica) power station, 749 

Hydro and thermal generation, 219 

Hydro-electric development in Turkey, 1043 


IBERIA, Lighting in the, 614 

Illuminating Engineering Society: Presidential 
address, 653; Liverpool Centre—chair- 
man’s address, 700; Glasgow Centre 
meeting, 966 

Illuminations, Seaside, 449 

Imperial College of Science and Technology: 
Vacation school, 454, 524 

Import Duties: Iron and Steel, 329 

Impulse generator, 922 

Income Tax, Electricity and, 663 

Independent Television Authority, 493, 853 

India: Bhakra-Nangal project, 64, 224; Im- 
port trade, 70; Railway electrification in, 
132; Lamp standardization, 291; Elec- 
tricity in, 292; Further industrialization, 
329; Electricity production in, 339; 
Supply Mission, 368; Lamp tariff changes, 
572; Melting furnaces for, 661; Lamp- 
holder tariff, 819; Gas cleaning plant for, 
858; Industrial development in, 895; 
Brush Group sale of tube well assets, 895; 
Industrial Credit and Investment Cor- 
poration, 908, 1013; News from, 920; 
Electrical manufacture in, 921; Bombay 
Electricity Board, 946; Water power in 
Mysore, 946; Uttar Pradesh plant exten- 
sions, 946; Bombay transmission scheme, 
986; Water power development in, 1022 
Bombay power station, 1062 

Indian Standards Institution: Standards for 
Jamps, 291 

Indication diagrams, Electrical, 106 

Industrial Credit and Investment Corporation 
of India, 908, 1013 

Industrial engineering: Productivity team’s 
report, 438, 545; Terminology, 800 

Industrial lighting, 423 

Industry, Order in the, by V. Watlington, 837 

Industry and the House, by A. M. F. Palmer, 

_ 17; 1375, 213, 7735 809, 974 

Infra-red paint drying, 1016 

Installation inspection, 65 

Installations, Earthing faults on, by C. F. 
Mayson, 283 

Institute of Export: Annual dinner, 1023 

Institute of Fuel: Inaugural conference, 430, 
734; Rating dispute, 1013 

Institute of Metals: Annual meeting, 147; 
Special general meeting, 398 

Institute of Welding: Programme of annual 
meeting, 453 

Institution of Civil Engineers: Annual conver- 
sazione, 12; Papers on radioactive wastes, 


622 
Institution of Electrical Engineers: Premiums, 

15; Summer meeting, 28; Elections, 139; 
periodicals, 175; Wiring regulations, 
232, 253; Officers for 1954-55 session, 
3593; Centre chairmen, 453, 5225 Ther- 
mionic valve jubilee, 488; London meet- 
ings, 496; Benevolent F und annual report, 
560; Presidential address, 618; Radio 
Section chairman’s address, 6585 Meas- 
urements Section chairman’s address, 
658; North-Western Centre chairman’s 
address, 659; Southern Centre chair- 
man’s address, 659; Cable contract con- 
ditions, 659; Utilization Section chair- 
man’s address, 676, 687; Supply Section 
chairman’s address, 687; Radio and 
Measurements Section joint meeting, 763, 
800; Membership list, 763; Mersey and 
North Wales Centre annual dinner, 775; 
Irish Branch chairman’s address, 848; 
North Midland Centre annual dinner, 
857; Benevolent Fund appeal, 973 
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Institution of Heating and Ventilating 
Engineers: Examinations of, 442 

Institution of Mechanical Engineers: Presi- 
dential address, 700; Parsons Memorial 
Lecture, 737 

International Aeradio, New Southall premises 


of, 58 

International Electro-technical Commission: 
Jubilee celebrations, 92, - Philadelphia 
meeting, 488, 514, 556, 6 

Iraq: Electrical imports into, a 

Ireland, Republic of: Rural electrification 
campaign, 344; Fuel and power resources, 
363; Electrical imports into, 584 

Irish Electricity Supply Board: New head- 
quarters for, 339; Annual report, 363; 
Hire-purchase agreement, 367; Hydro 
and peat schemes, 503; Accident to 
employee, 652; Peat power station, 945; 
Turf-fired power stations, 1062 

Iron and Steel Scrap Order, 938 

Isle of Harris hydro-electric scheme, 339 

Isle of Man: Douglas Corporation Electricity 
Dept. report, 265; Electricity Board— 
Douglas Corporation power exchange 
agreement, 1022 

Italy: Large waterwheel alternators in, 79; 
Television equipment for, 401; to 
Sicily transmission line, 968 





Jamaic 2A: Hunts Bay power station, 749 

Japan: Power supply in, 265; Imports from, 
938; Electrical machinery manufacture in, 
1017; Electricity generation in, 1062 

Jersey: Television service, 22; 6:6 kV over- 
head line, 897; Electric cooking campaign, 
1062 

Joint consultation: Progress in_ electricity 
supply industry, 344, 364; N.J.A.C. 
report, 364 

Jointing, Overhead line, 22 

Junior Institution of Engineers: New head- 
quarters of, 513; Presidential address, 966 


K aripa and Kafue hydro-electric schemes, 


19 

Kent County Show, 140 

Kenwood Electrics: Mobile demonstration 
unit, 178; Food mixer works of, 223; 
German contract, 367 

Kerry’s (Great Britain), Domestic appliance 
exhibition at, 573 

Kidbrooke School, Installation at, 237, 290, 


492 

Kidderminster, Earth leakage trips in council 
houses at, 711 

Kiln, New electric, 967 

Kirkcaldy, All-electric flats at, 400 

Kitchen control unit, Special, 692 

Kitchen, Demonstration, 529, 976; Miniature, 
778 

Kitimat aluminium project, 240, 749 

Koepe winder, Bradford Colliery, at, 248 

Korea, Generating sets for, 663 

Kuwait, New street lighting fittings for, 821 


Lamp making machinery, 494 

Lamp publicity, 356, 441, 1016 

Lancashire, Development in north-east, 291 

Lancashire Dynamo & Crypto Co.: Trafford 
Park works fire, 218 

Lasham pumping station, 688 

Latin-American trade, 1052 

Laundry Exhibition, 101 

Laurence Scott & Electromotors, Factory 
extension of, 859; Contract from Atomic 
Energy Authority, 1009 


Letters to the Editor— 

America, Learning from, by ba ——y Electrical 
Engineer and Manager ”’, 8 

Applicants, Treatment of, by “ Sil Hope- 
ful’, 799 

Arc control devices, by C. E. R. Bruce, 168; 
by W. A. McNeill, 168 

Cables, Submarine, by D. S. Young, 928 

Channel Islands, Radio and television in the, 
by W. K. Allen, 98 

Charges for service, by L. H. G. Handley, 886 

Commercial or domestic 3 ?, by E. Luscott, 763 

Comparative transport charges, by F. K. 
Farrell, 513; by G. H. Warne, 646 

Consumers’ deposits, by Leslie Maynard, 
847,975; by W. H. Warhurst, 887 

Consumers’ money boxes, by J. Harley, 735 


Letters to the Editor—continued 

Contactor contacts, Maintaining, by E. 
Jackson, 624 

Cross-jet bridge, The, by G. Caton, 513; 
by D. R. Davies, 624 

Different outlooks, by R. C. Golding, 798 

Domestic heating, by H. K. Whitehorn, 18; 
by A. C. Hazel, 18, 55, 214; by A 
Mare, 129; by G. H. Buckle, 129 

Earth leakage protection, by C. R. Jack, 569 

Earth leakage trips, by R. J. Baker, 689 

Earthing in domestic premises, by J. 
Griffiths, 569 

Earthing methods, by J. A. Winchester, 130, 
452; by T. C. Gilbert, 214, 491 

Elderly engineers, by G. W. Williamson, 491 

Electrical Engineers’ Exhibition, by P. A. 
Thorogood, 975 

Engineering qualifications, by ‘One of 


Many ”’, 55 

Floor heating, Electric, by S. Nevens, 297 

“Hot line ’’ working, by M. C. Morley, 624 

Isle of Man, Interference in the, by T. H. 
Colebourn, 18 

Kuwait lighting contract, by R. B. Green- 
wood, 886 

Lampholder troubles, by D. Revington, 19; 
by J. A. C. Kendle, 19; by Michael 
Neidle, 98 

“* Landlords’ ’’ services, by C. B. Faulcon- 
bridge, 799 

Load, Optimum, by “ Load Factor’’, 18; 
—— factor, by J. F. Mackenzie, 55 

London Board appointment, by “ E.W.’’, 
975; by H. J. Randall, ro12 

Maintaining contactor contacts, by E. 
Jackson, 624 

Nimmo, The late Mr. H., by J. A. Hill, 928 

Oil-filled cable leakages, by J. H. Morgan, 
800; by A. L. Ashton, 928 

Optimum load, by “‘ Load Factor ’’, 18 

Plugs, Round and flat-pin, by C. L. Arnold, 
19 

Qualifications, by ‘‘ Disillusioned ’’, 130 

Railway electrification, by M. W. Broom, 
689; by V. G. Merritt, 736, 886; by 
F. K. Farrell, 800 

Refrigerator guarantees, by ‘“ Caveat 
Emptor’”’, 451; by T. Whittaker, 569 

Reversing earth and neutral, by F. Cooper, 
624; by J. Samson, 689; by P. H. 
Rochefort, 762 

Rubber, Anti-static, for medical use, by 
E. O. Muller, we by R. W. Holt, 886 

ee service, by W. J. Bennett, 247; by 

. Franklin, 297 

PM ice frequency transmissions, by R. S. J. 
Spilsbury, 928 

Storage space heaters, by Eric Bates, 646; 
by R. Croft, 646, 847; by B. Gill, 646; 
by A. C. Hazel, 735; by C. J. Wheeler, 
735; by A. Goodman, 846; by E. M. 
Ackery, 847; by L. G. A. Sims and 
K. R. Sturley, 928 

Submarine cables, by D. S. Young, 928 

Tariffs, Variations in industrial, by J. E. 
Herbert, 168 

Technologists, Dearth of, by W. K. Brasher, 
407; by “‘ Observer ”’, 407 

Tramways, The case for, by F. K. Farrell, 
690, 762; by G. H. Warne, 736; by 
E. Johns, 762; by E. H. Jesty, 762 

Transport charges, Comparative, by F. K. 
Farrell, 513; by G. H. Warne, 646 

Transport in Greater London, by H. S. 
Trinder, 847 

Variable speed a.c. drives, by K. B. Blake, 
407; by A. T. Robertson, 451, 763; 
by T. White, 735 

Wholesalers and retailers, by J. M. Hawkins, 


491 
Who were the makers ?, by John M. Fraser, 
887 


Wind-pump conversion, by G. Lan, 847 
Women electrical engineers, by “‘ J.S.’’, 130 


Light-current developments, 980 

Lighting: to Measure’’, 402; Street 
» 417; Association of Public 
Engineers’ exhibition, 391; Industrial 
+ Aaa and productivity, by 
H. C. Weston, 425; High bay » by 
H. H. Ballin, 427; in steelworks, by 
G. W. S. Levey, 431; Modern » 4343 
Explosion hazard in , DEF. G: 
Holmes, 436; Association of Public 
Engineers’ Conference, 439, 482; Ap- 
proved street columns, 522; Carlisle 
station, 572; Charing Cross station , 
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583; in S.S. Iberia, 614; “ Lumen- 
ated’ ceiling, 692; Tunnel excavation 
——, 692; Fluorescent at Luton, 
711; New mercury discharge lamp, by 
E. J. G. Beeson, 725, 819; New street 
fittings for Kuwait, 821; Coseley street 
installation, 893; International 
design competition, 896; for pro- 
duction, 897; Public » 9905 Wembley 
tender complaints, 1013; Aircraft inspec- 
tion 5 1014; Stage » 1041 
Linear accelerator, 524 























Liquidations— 
Articair Refrigerators, 300 
Bassett, Edmund, & Son, 902 
B.C.R. Installations, 376 
Betterway Electrical Products, 174 
Brocks Refrigeration, 300 
County Electronics, 300 
Cox’s Radio & Electrical Co., 862 * 
Eastwood Radio, 541 
Edolite Lamps, 300 
Electric Cables, 746 
Electrical Developments Co. (Chester), 632 
Electronics (Liversedge), 632 
Electro-plant, 338 
Franks, George, & Co. (Guildford), 902 
G. & W. Components, 580 
Gilson, D., & Co., 746 
Gornall, H. J., & Co., 746 
Hattons (Billingham), 300 
— Electric Motor & Engineering Co., 


Hodgkins, Wm., & Co., 300 

Hunt & Co. (Newark), 670 
Lancaster Electric Co. (Enfield), 338 
Lincoln & Egerston, 984 

Lines, A. W., 708 

Mayfield Electrics, 746 

Micox Electrical Equipment, 77 
M.M.]J. Radio & Television Co., 632 
Peco (Electrical Contractors), 77 
Phillips Electrical Supplies, 174 
Premier Electric Services, 174 
Rogers & Hall, 632 

Scott, G. R., & Co., 902 

Shearman, F. W., 77 

Smith & Forshaw, 300 

S.R.M. Television, 300 


Lister, R. A., & Co.: Small diesel engine of, 
24; Generator set contract, 366 

Liverpool: Street lighting conversion, 503 

Liverpool University: Synchro-cyclotron at, 59 

Load factor, 586, 816 

Loch Luichart power station, 287, 417 

London County Council: New tender condi- 
tions, 714 

London Electricity Board: Window dressing 
competition, 291; Request for assisted 
wiring scheme, 827; Lewisham sub- 
station inquiry, 898 

London Transport Executive: 
line signalling, 339 : 

Londonderry Electricity Dept. v. M. F. 
Durey, 827 

‘** Lumenated ”’ ceiling, 692 


Metropolitan 


M acHINERY imports, Duty-free, 186 

Magnet, Laboratory, 1054 

Magnetic amplifiers, by G. M. Ettinger, 348 

Malaya, Electrical imports into, 932 

Management, Industrial, 1015 ; 

Manchester Association of Engineers: Presi- 
dent’s inaugural address, 576 

Marchwood power station, 87, 463, 492 

Marconi’s Wireless Telegraph Co. B.B.C. 
contract, 699; ‘Training college, 738; 
Transmitter for Belgium, 858; Radio 
equipment for Ethiopia, 1014 

Mass production, 120 

Materials for the electrical industry, 1048 _ 

M. & C. Switchgear: Extension to Kelvinside 
works, 59 

Measurement conference, 201 

Measurements, Precision electrical, 875, IOI1; 

at high frequencies, 890; Audio 
frequency » 960 

— instruments, Servicing electronic, 








te) 
Mechanic Engineering Research Laboratory, 


923 
Medway College of Technology, 450 
Menihek Dam hydro-electric scheme, 583 
Mercury discharge lamp, New, by E. J. G. 
Beeson, 725 
Mersey Cable Works, New building of, 780 
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Merseyside and North Wales Electricity 
Board: New farm supplies, 109; Request 
for stamp scheme, 865 

Merseyside Electrical Lighting Services Com- 
mittee, 487 

Metal Industries Group, New Bromborough 
factory planned, 572 

Metals, Mechanism of phase transformations 
in, III 

Metals creepage, by A. G. Thomson, 183 

Meter assembly, 979 

Meters, Report on outside, 986 

Methane: Use as fuel, 382 

Metropolitan-Vickers Electrical Co.: Train- 
ing professional engineers, 60; Traction 
equipment contract, 454; New Brazil 
factory, 456; Generators for Norway, 
693; Apprentices’ club, 817; Infra-red 
paint drying equipment, 1016 

Mexico: Trade with, 291; Patla hydro- 
electric plant, 583; Equipment pre- 
ferences in, IOI2 

Middle East trade, 638 

Middle East Trade Mission, 895 

Middlesbrough: Wiring contract, 20 

Midlands Electricity Board: Street lighting 
tariff, 109; Catering equipment show- 
room, 329; Automatic recloser demon- 
stration, 546, 570; Fixed charge assess- 
ment protest, 565 Mains costs for new 
houses, 731, 748; Gloucestershire rural 
programme, 827; Cooker sales agree- 
ment with E.C.A., 893; Meter reading 
cost, 898; Electric tool exhibition, 937; 
Dudley system modernization, 945; Ocker 
Hill distribution control centre, 1039 

Mid-Wessex Water Co., Lasham pumping 
station, 688 

Miners’ lamps: Bulb testing, 58; West 
African contract, 818 

Mines: Mechanics and electricians in, 446; 
Coal-face conveyor control, 938 

Ministry of Fuel and Power: Memorandum on 
coal mine regulations, 446 

Ministry of Materials, 147 

Ministry of Transport and Civil Aviation: 
Rear lamps and reflectors Order, 401; 
Approved street lighting columns, 522 

Mirrlees, Bickerton & Day: Burmese order for 
generating sets, 329; Generators for 
Korea, 663 

Mobile service centre, 292 

Mobile showrooms, 251 

Model Engineer Exhibition, 329 

Modern electric home, The, 589-609, 662 

Monopolies Commission, 232, 973, 977, 1013 

Morris Commercial Cars: Busbar system at 
factory of, 291 

Motor, High voltage submersible, 693 

Motor, Variable speed induction, by Prof. F. C. 
Williams and E. R. Laithwaite, 925, 966 

Motor control gear installation, 320; —— 
exhibition, 1051 

Motor Show, 703 

Motor sizes, Reduction in, by J. L. Wittrick, 


759 

Motor speeds, A.c., by “‘ Rotor ”’, 203 

Motors: Close speed control of, by B. Felt- 
bower, 991; Maintenance of traction, by 
J. G. Bruce, 758, 812, 897; U.S. market 
for electric, 854 

Munroe, E., South Eastern Electricity Board v., 
251 


Nationa Coal Board: Publication on 
earthing electrodes, 912 
National Display Convention, 628 __ 

National Factory Equipment Exhibition, 530 
National Industrial Fuel Efficiency Service, 
195, 201, 251 ; 
National Joint Advisory Council, Report of, 364 
National Physical Laboratory: Control 

Mechanisms and Electronics Division, 
100; Symposium on automatic digital 
computation, 525; Symposium on pre- 
cision electrical measurements, 875 
National Poultry Show, 893, 959 . : 
National Radio Show, 306; by W. E. Miller, 


21 
velinel Research Development Corporation: 
Steam-operated prime mover develop- 
ment, 701 f 
National Register of Electrical Installation 
Contractors: Annual general meeting, 19 
National Smoke Abatement Society con- 
ference, 455 
National Union of Mineworkers: Annual! 
conference, 82 


Nelius, s.s.5 758 
Nestor, s.s., 758 


New Books— 

A.B.C. Goods Transport Guide, 379 

Basic Principles in Electrical Engineering, by 
I. H. Child, 164 

B.B.C. Handbook, 709 

British Standards Yearbook, 358 

CABMA Register, 26 

Colliery Year Book and Coal Trades 
Directory, 59 

Concise History of Mathematics, by Dirk J. 
Struik, 88 

Crystal Rectifiers and Transistors, by M. G. 
Say and E. Molloy, 208 

Design and Analysis of Industrial Experi- 
ments, edited by O. L. Davies, 241 

Driver’s Handbook for C Licence-Holders, 


978 
Editorial Publicity, by D. K. Winslow, 114 
Electrical Contractors’ Year Book, 659 
Electrical Ignition Equipment, by F. G. 
Spreadbury, 723 
Electrical Measuring Instrument Practice, by 
E. H. W. Banner, 335 
Electrical Who’s Who, 416 
Electricity Undertakings of the World, 739 
Electricity Undertakings in Natal, 940 
Electromagnetic Field in its Engineering 
Aspects, by G. W. Carter, 335 
Electronics, by A. T. Starr, 88 
F.B.I. Register, 819 
Ferromagnetic Domains, by K. H. Stewart, 


723 

Fleming, Sir Ambrose, A biography of, by 
Prof. J. T. MacGregor-Morris, 857 

Fundamentals of Electrical Engineering, by 
Edward Hughes, 940 

Glass Reinforced Plastics, edited by Philip 
Morgan, 723 

Indian Electrical Year Book, 330 

Introductory Circuit Theory, by E. A. 
Guillemin, 208 

Ironmonger Directory of Branded Hardware, 
190 

Laplace Transforms for Electrical Engineers, 
by B. J. Starkey, 241 

Light and Lighting Directory of Manu- 
facturers, 573 

Lighting for Color and Form, by R. G. 
Williams, 940 

Mathematics in Action, by O. G. Sutton, 164 

Modern Electroplating, by A. G. Gray, 208 

Oscilloscope at Work, by A. Haas and R. W. 
Hallows, 241 

Power System Transients, Ed. by E. 
Openshaw Taylor, 335 

Principles of Mass and Flow Production, 
by F. G. Woollard, 241 

Problems in Electrical Engineering, by S. 
Parker Smith, 701 

Radio Laboratory Handbook, by M. G. 
Scroggie, 723 

Radio Valve Data: Characteristics of 2,000 
Valves and C.R. Tubes, 701 

Raw Materials for Electric Cables, by A. 
King and V. H. Wentworth, 164 

Repair of the Small Electric Motor, by K. 
Wilkinson, 416, 491 

Royal Society of Arts Journal, 1942-52 
Index for, 514 

Transient Analysis of Alternating Current 
Machinery, by Waldo V. I.yon, 940 

Whitaker’s Almanack, 977 


New Electrical Equipment— 

Air-break control gear, 673 

Air drying unit, 1061 

Airer, Towel, 927 

Alternators, High-frequency, 855; Range 
of, 926 

Ammeter, Differential, 341 

Automatic generating plant, 785 

Balancing machines, 577, 629 

Battery, Commercial vehicle, 785 

Bearings, Dry, 981 

Bell transformer, 263 

Blankets, Electric, 727, 981 

Boiler house instrument, 927 

Boiler washer, 188 

Brazing machine, Fine wire, 1021 

Cable diameter gauge, 289 

Cables, Insulated, 110 

Calculators, Electrical, 1021 

Capacitors, Silvered mica, 727 

Carburizing quality measurement instru- 
ment, 227 

Circuit breaker, Earth leakage, 379 
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New Electrical Equipment—continued 

Clamp for flush switches, 33 

Coffee percolator, 1061 

Coffee service, 785 

Coils, High-Q, 577 

Conduit, Flexible, 33; Plastic-covered, 71 

Connectors, Solderless wire, 727; Multi- 
way, 927 

Console heater, 1061 

Control gear, Air break, 673 

Conveyor, Hinged boom, 144 

Cooking control, Automatic, 497 

Counter tube, High speed, 927 

Cutouts, Automatic, 1021 

Decorative lighting set, 728 

Defroster, Water pipe, 673 

Differential ammeter, 341 

Dishwasher, Domestic, 673 

Drill units, Mining, 227 

Dry bearings, 981 

Dry shavers, 71, 855 

Dryer, Tumbler type, 727 

Earphones, Induction, 927 

Earth continuity tester, 263 

Earth leakage circuit breaker, 379 

Earth leakage protective device, 379 

Electroluminescent panels, 289 

Electronic motor controller, 577 

Electronic test meter, 577 

Electrostatic detector, 497 

Farrowing unit, Wooden, 727 

Fires, Fuel effect, 728 

Fluorescent fittings, 341, 855 

Fluorescent handlamps, 1060 

Fluorescent lamp starter, 227 

Fluorescent lighting equipment, Portable, 
1060 

Furnaces, Metal processing, 379 

Fuses, Insulated service, 33 

Geared motor units, 341, 981 

Generating sets, 341, 785 

Glass, Diffuse reflection, 926 

Greenhouse heater, 1061 

Hair dryers, 728, 1021 

Handlamps, Fluorescent, 1060 

Heaters: Immersion, 341; Infra-red, 577, 
926; Pipe, 673; Tubular, 926; Radiant 
panel, 926; Safety, 1060; Console, 
1061; Greenhouse, 1061; Piano, 1061 

Heating elements, Silicon carbide, 379 

Heating panel, Radiant, 263; Infra-red, 926 

High-bay lighting unit, 785 

High-Q coils, 577 

Immersion heaters, 341 

Industrial stethoscope, 263 

Infra-red heaters, 577, 926 

Instrument, Carburizing quality measure- 
ment, 227 

Instruments, Measuring, 341, 981 

Irons, Electric, 227, 820, 855 

Kettles, Electric, 33; Car type, 820 

Lamp, Mobile surgical, 341; Signalling, 
727; Adjustable, 728 

Lamps, Miniature, 33 

Lantern: Sodium “ cut-off,’ 263; Street 
lighting, 728 

Lighting equipment, Portable fluorescent, 
1060 

Lighting fittings, 110, 497, 785, 855 

Lighting set, Decorative, 728 

Liquid level switch, 927 

Long scale ohmmeter, 673 

Mercury switch relay, 188 

Metal processing furnaces, 379 

Mining drill units, 227 

Motor controller, Electronic, §77 

Motor starter, Direct switching, 926 

Motors: F.h.p., 71, 5773; Geared units, 
341, 981 

Ohmmeter, Long scale, 673 

Oil switch, 144 

Oscillograph, Stylus, 820 

Oscilloscope, Measuring, 1060 

Panels, Electroluminescent, 289 

Piano heater, 1061 

Pig farrowing unit, Infra-red, 727 

Pipe heater, 673 

Plateswitches, 110 

Plating control indicator, 926 

Plug, Adjustable, 263 

Potato peeler, 379 

Potentiometers, Precision, 855 

Pouch, Travel iron, 728 

Process time delay switch, 110 

Psophometer, 785 

Radiant heating panel, 263 

Recorder, Miniature chart type, 728 

Refrigerators, Domestic, 188 . 1060 

Regulator, Three-phase, 1021 





Ji yrw 
























ELECTRICAL REVIEW INDEX—JULY - DECEMBER, 1954 


New Electrical Equipment—continued 
Relay: Motor protective, 144; Mercury 
switch, 188; Miniature, 577; Small, 
8 


785 

Rural type transformers, 289 

Safety heater, 1060 

Shavers, Dry, 71, 855 

Shop window lighting fitting, 289 

Signalling lamp, 727 

Silicon carbide heating elements, 379 

Sockets, Bracket fixing, 71 

Sodium “ cut-off ”’ lantern, 263 

Soldering iron, Low voltage, 144 

Soldering iron accessories, 110 

Spectrometer, Infra-red, 71 

Spot welding machine, 497 

Spray plant, 981 

Stackers, Battery electric, 188 

Starter, Direct switching motor, 926 

Stethoscope, Industrial, 263 

Street lighting lantern, 728 

Stroboscope, Industrial, 497 

Surgical lamp, 341 

Switches, Process time delay, 110; Plate, 
110; Oil, 144; Liquid level, 927 

Switchgear, Flameproof, 71 

Tapper, Portable electric, 227 

Temperature control equipment, 1061 

Test meter, Electronic, 577 

Tester, Portable tool, 110; Earth continuity, 
26 

Thermostat, Watertight, 1021 

Thickness gauge, Ultrasonic, 820 

Time delay interlocking device, 1061 

Tool tester, Portable, 110 

Towel airer, 927 

Transformers: Bell, 263, Rural type, 289; 
Variable output, 820; Low frequency, 
981; Welding, 1060 

Travel iron pouch, 728 

Trunking, Medium duty, 820; Inverted, 981 

Tubular heaters, Flameproof and_horti- 
cultural, 926 

Tumbler dryer, 727 

Voltage stabilizer, 1021 

Water pipe defroster, 673 

Welder, Spot, 497 

Welding transformer, 1060 

Wire connectors, Solderless, 727 

Wool carding control equipment, 927 

Worm reducer unit, 289 


New Zealand: Rectifiers for, 59; Roxburgh 
hydro-electric scheme, 206; Motor duty, 
216; Geothermal steam bores, 229; 
Clutha river diverted, 407; Power demand 
forecast, 417; New Hoover company, 
,30; South Island progress, 543; Well- 
ington transport service, 583; Diesel- 
electric locomotives for, 656; Rimutaka 
tunnel, 692; Auckland trolley-buses, 778; 
Duty on motors, 896; Water power in, 
1050 

Niagara (Ontario) hydro-electric station, 287 

Nigeria: Electricity Corporation report, 749 

North East Electrical Club, 663 

North East Essex Technical College, 561 

North Eastern Electricity Board: Network 
modernization, 39; Low voltage com- 
plaint, 543; Supplies to smallholdings, 
711; Load shedding warning, 898 

North of Scotland Hydro-Electric Board: 
First Luichart set started, 39; Caithness 
“power from peat’? experiment, 232, 
238; Conon Valley development, 287, 
787; South Angus distribution scheme, 
288; Wind power experiments, 306; 
Isle of Harris scheme, 339; Ullapool 
power station, 339; Submarine cable laid, 
398; Loch Luichart and _ Ullapool 
stations inaugurated, 417; Radio link 
with maintenance gangs, 748; Fort 
Augustus-Speyside overhead line, 898; 
Plant for Carolina Port power station, 
898; Mobile radio in the Highlands, 945; 
Progress in Northern Area, 945; Cooker 
sales campaign, 977; Torr Achilty power 
station, 1022; Caithness supply cost, 
1047; Gisla hydro-electric scheme, 1062 

North Wales Hydro-Electric Power Bill, 1022 

North Wales water power, 394, 1022 

North-West, Rural supplies in, 715 

North Western Electricity Board: Exhibit at 
Royal Lancashire Show, 329; Transfer 
of small undertaking to ——, 377; Sale 
(Cheshire) substation, 543; Rural supplies 
in the north-west, 715; Window display 
competition, 858; Cumberland rural 
supplies, 865; Cooker sales agreement 


with E.C.A., 893; Report on outside 
meters, 986; Albert Square substation, 
987; Horticultural experiments, 999 

Northern Ireland Electricity Board: Annual 
report, 7; Overhead cables, 1062 

Northumberland, Rural supplies in, 339 

Norway: Bergen-Oslo railway electrification, 
252; Imports and exports, 454; 
Aberdeen-Bergen telephone cable, . 690; 
Generators for, 693 

Nuclear energy research, 876 

Nuclear reactors, 777 

Nursing Exhibition, 529, 663 


Osrruary— 
Allcock, W., 327 
Alldread, F. T., 814 
Bacon, E. F., 245 
Barber, W. L., 286 
Barker, Harold, 932 
Bellamy, A. V., 1009 
Bennett, D. J., 15 
Boys, E., 733 
Bray, E. N., 697 
Cargill, D. S., 286 
Colbran, J. B., 892 
Colebrook, F. M., 15 
Colgrain, Lord, 772 
Collins, C. B., 136 
Constable, A. D., 814 
Cook, A., 626 
Cooper, A. B., 516 
Cridge, A. J., 327 
Cummins, C. J., 245 
Dain, Major G. R., 245 
Davies, C. F., 171 
de Paula, F. R. M., 1009 
Dixon, H., 286 
Dobson, Dr. J. H., 54 
Dove, W. E. B., 15 
Dunfoy, W. P., 487 
Dyson, J., 406 
Erickson, A. E., 136 
Farrar, G., 211 
Finch, R. H., 772 
Foulds, H., 1047 
Fountain, E. T., 626 
Frank, E. J., 814 
Furniss, W. M. B., 772, 972 
Ginman, A. H., 814 
Givens, E. C., 171 
Goodman, W. H., 487 
Grace, George E., 892 
Graham, J. T., 972 
Grime, R. E., 772 
Hammond, J. J., 733 
Hargreaves, H. V. F., 655 
Hills, Thomas R., 892 
Hippisley, E. T., 972 
Hodgson, W. G., 697 
Holloway, F. H., 327 
Hoover, H. W., 487 
Horsfall, W. M., 932 
Howarth, O. J. R., 15 
Hunter, T. C., 54 
Ireland, J. J., 655 
Isherwood, F., 655 
Kennedy, Sir John, 406 
Kent, C. S., 211 
Lane, L. H., 626 
Lea, R. H. M., 972 
Leonard, H. W., 626 
Lister, T. F.,. 136 
Lucking, E. P., 972 
Lumsden, J. H., 852 
McBride, F. R., 892 
McCready, Christopher, 852 
MacRory, R. V., 733 
Mirrey, J., 54 
Montagnon, Dr. E. L., 487 
Moore, R. E., 211 
Moulton, J. E., 626 
Nicholls, F., 1047 
Nimmo, H., 697, 772 
Nixon, L. R., 15 
Ockenden, F. E. J., 244 
Orange, W. J., 286 
Paul, G. C., 96 
Payne, J. H., 516 
Peaker, J. F., 245 
Petter, Sir Ernest W., 136 
Pinder, P. M., 568 
Pistor, D. R. A., 516 
Ramage, G. S., 932 
Rea, Hon. J. R., 286 
Scourfield, W. B., 733 
Selkirk, A. A., 892 


Obituary—continued 
Sharp, E. E., 972 
Simpson, Sir Maurice G., 54 
Simpson, W., 54 
Smith, Fred, 814 
Smith, H. A., 245 
Solomon, M., 406 
Souter, J. S., 286 
Stevens, Theodore, 697 
Stevens, W. C., 697 
Stewart, C. L. E., 852 
Stirling, A. J., 733 
Thomson, F. G., 697 
Turnbull, C., 406 
Wall, L., 568 
Walton, J., 655 
Wears, J. H., 853 
Webb, J., 516 
White, H. A., 932 
Whitehead, J. B., 853 
Williams, A. E., 892 
Williams, Sir Herbert, 171 
Wilson, P. H., 171 
Woodfield, F. W., 361 
Young, J. M., 487 


Ocker Hill distribution control centre, 1039 

Oerlikon Engineering Co.: High-power testing 
station, Zurich, 31 

Oil circuit breaker arc control, by W. A. 
McNeill and P. H. G. Crane, 41, 43, 89 

Oil engine performance, 990, 1012 

Oil-filled cables, by A. L. Ashton, 547 

Oil firing of power stations, 751 

Oil shale investigation, 438 

Oldham & Son: Annual Motor Show dinner, 
739; West African contract, 818 

Ontario’s power resources, 1044 

Organization for European Economic Co- 
operation, 2; Survey of power station 
plant, 659; “Price of Electricity ”’ 
report, 1012 

Output of solid-fuel-fired stations, 82, 109 

Overhead line jointing, 22 

Overseas electrical trade, 25, 185, 357, 489, 
702, 856, 1053 

Owen Falls Construction Co., 456 

Owen Falls hydro-electric scheme, 635; Colour 
film of, 1013 

Oxford Street, New traffic signals in, 894 


PackinG research centre, §74 

Pakistan: Imports control, 215 

Pantechnicon for washing machines, 529 

Paper insulated cables, New British Standard 
for, by P. W. Cave, 312 

Paper mill plant, Contract for, 858 

Paper mills, Bowaters’ Tennessee, 369 

Parliament, Industry and, by A. M. F. Palmer, 
57; 137, 253 

Parliamentary report, 698, 772, 816, 853, 894, 
973, IOI10, 1047 

Parsons, Sir Charles: Centenary, 19 

Parsons, C. A., & Co.: New Australian works 
of, 455; Rotor for Canada, 939; 1954 
manufacturing activities of, 1003 

Parsons Memorial Lecture, 737 

Patents in 1953, by S. T. Madeley, 191 

Patla (Mexico) hydro-electric plant, 583 

Peat in power stations, Use of, 22, 232, 238, 
874, 987 p 

Penang, Electrical plant for, 147 

Per unit system of power transmission calcula- 
tions, by W. T. Taylor, 125 | 

Persia: Exports to, 246; Trade with ——, 306 

Persian Gulf: Electricity in Qatar, 66 

Peru, Radio equipment for, 976 

Philadelphia power station, 459 ; p 

Philips Electrical, New Bristol premises of, 
959; New X-ray centre, 895 

Pig Iron Production: Appleby-Frodingham 
Steel Co., 254 

Pinkston power station, 986 

Plant, Erection of, by F. E. Sugden, 1001 

Plessey Co.: New Swindon factory, 58 

Pollution: Power stations and, 153; Atmos- 
pheric » 265, 305, 313, 495, 623, 868, 
889; B.E.A. statement, 987 

Portugal: Cabril power station, 212, 232, 2583 
Hydro-electric schemes, 288; New power 
distribution company, 1062 

Post Office: Trunk call traffic, 368; Research 
station, work of, 520 

Poultry appliances, Improved, 328 ; 

Power engineering in the future, by J. Eccles, 
618 

Power factor correction, 2; 340 


Power factor re-examined, by E. H. Sibley, 273 








Io 


Power plant, Rapid starting of, 12 

Power station construction costs, 506 

Power station emissions, 987 

Power station plant, O.E.E.C. survey of, 659 

Power station sites: Richborough (Kent), 816 

Power stations, Turf-fired, 1062 

Power stations: Marchwood, 87, 463, 492; 
Rye House, 1313 Rogerstone, 193; 
Cabril (Portugal), 212, 232, 258; Niagara 
(Ontario), 287; Loch Luichart, 287, 4173 
Bold, 287; Drakelow “‘ B’’, 339; Belfast, 
339; Ullapool, 339, 417; Carmarthen 
Bay, 345, 387, 660, 898; Connah’s Quay, 
382, 457, 502; Philadelphia, 459; Bruns- 
wick Wharf, 635, 639; Skelton Grange, 
635, 676, 680, 898; Pretoria, 748; Hunts 
Bay (Jamaica), 749; Brighton “B”’, 
787; Staythorpe, 827; Cambois inquiry, 
865; Flushing (Holland), 865; Carolina 
Port, 898; Pinkston, 986; Stella North 
1013; Torr Achilty (Scotland), 1022 

Power system analysis, by G. Lyon, 383 

Powers-Samas: Agreement with Ferranti, 738 

Price questions, 157 

Price tribunal, 99 

Prime mover, Steam operated, 701 

Production comparisons, Western Europe, 1028 

Production Exhibition, 115 

Productivity, Lighting and, by H. C. Weston, 


425 
Professional engineers, by C. F. Mayson, 189 
Protective tariff applications, by J. C. Hancock, 


Fares in London and 


1055 
Public transport: 
Association annual 


Glasgow, 382; 
dinner, 808 
Public Works Exhibition, 843 
Pullars Instruments, New Brighton factory of, 





Pumped-storage installations, 724 

Pumping station, New, 573; Electrification of 

, 865; Additional supply to , 865 

Pumps: Gravel for tin mining, 100; 
Centrifugal, 737 

Purchase tax: Blanket covers, 938; Cathode- 
ray tubes, 1010 

Purchasing Officers’ Association, Annual con- 
ference of, 530; ‘“‘ Minibition ’’, 663 











Qatar, Electricity in, 66 
Queensland, Overhead lines in, 295 


Rapar for Egyptian navy, 178 

Radio: Point-to-point services, 22; —— 
trade code, 58; Importing of 
valves, 26; National Show, 306; 
Automobile Association’s mobile —— 
scheme, 324; Standard frequency —— 
transmissions, 763, 800; Broadcasting in 
Wales, 853; Communication transmitter 
for Belgium, 858; Broadcasting aerials, 
922; Mobile in Highlands, 945; 
Equipment for Ethiopia, 1014; New 
Swansea transmitter, 1015; v.h.f. develop- 
ment, 1047 

Radio Show, National, 306; By W. E. Miller, 
321 

Radioactive wastes, 622 

Radiotherapy, New equipment for, 795 

Railway electricians’ claim, 252 

Railway electrification: Belgian, 3; London- 
Tilbury line, 56; Turkish, 265; French, 
387, 571, 807; Manchester-Sheffield line, 
424, 878, 936, 986, 1045; Need for further 
—, 467; Southend line contracts, 488, 
776; Glasgow scheme, 488, 698; Spanish, 
524; Transport Commission’s report, 657; 
New South Wales, 810; Future British 
plans, 853; Southend line, 879; Thanet 
line, 894; Brazilian, 960; Engine driver’s 

.. viewpoint, by B. K. Cooper, 1035 

Railways: Push button shunting, 402; Auto- 
matic train control, 473; Platform light- 
ing, 583; Train-initiated announcements, 
690; Battery locomotives suggestion, 
698; Thirsk derailment report, 734; 
Reorganization scheme, 737, 773; Push- 
button signalling, 748; Proposed new 
tube ——, 876; Shenfield-Chelmsford 
signalling, 896; Signalling equipment for 
South Africa, 937; British freight 
charges, 1051 

Rear lamps.and reflectors, 401 




















Recorder, c.s., completion of, 248; In collision, 
358; Description of, 657; 
on, 740 


Searchlights 
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Rectifiers: ——— for New Zealand, 59; Ger- 
manium type, 63; Mercury arc in 
boiler control equipment, 720 

Refrigerators: Manufacture of, 517; Safety 
codes for, 693; —— for Canada, 896 

Remington Rand: Glasgow factory of, 293 





Reports and Dividends— 
Aberdare Cables (Holdings), 541, 984 
Aerialite, 862, 1024 
Aiton & Co., 174 
Anglo-American Telegraph Co., 708 
Anglo-American Vulcanized Fibre Co., 708 
Associated British Engineering, 984 
Associated Electrical Industries, 462, 1063 
Automatic Telephone & Electric Co., 338 
Avery, W. & T., 36, 784 
Babcock & Wilcox, 632 
Bakelite, 708, 746 
Bennis Combustion, 500 
Berry’s Electric, 420, 500 
British Aluminium Co., 580 
British Electric Resistance Co., 824, 1063 
British Electric Traction Co., 500, 708 
British Electric Transformer Co., 746 
British Electricity Authority, 300 
British Insulated Callender’s Cables, 984 
British Oxygen Co., 462 
British Relay Wireless & Television, 500 
British Thermostat Co., 420, 462 
Broadcast Relay Services, 174, 984 
Brook Motors, 376, 862, 944 
Brotherhood, Peter, 580 
Brown Brothers & Co., 376 
Brown, John, & Co., 902 
Bruce Peebles & Co., 862 
Brush Group, 784 
Burco, 784, 862 
Cable & Wireless, 300 
Cable & Wireless (Holdings), 376 
Cables Investment Trust, 226 
Calcutta Electric Supply Corporation, 632 
Calcutta Tramways Co., 262 
Canning, W., & Co., 746 
Cape Electric Tramways (1949), 338 
Chloride Electrical Storage Co., 420, 500, 

541, 580 
Christy Bros., 338 
Clarke, T., & Co., 784 
Cohen, George, Sons & Co., 114, 462, 708 
Cole, E.K., 36, 152, 262, 376, 500, 708 
Contactor Switchgear, 708, 862 
Cossor, A. C., 420, 540 
Crabtree Electrical Industries, 708, 1063 
Crompton Parkinson, 746, 862 
De La Rue, Thomas, & Co., 36, 824 
Desoutter Bros. (Holdings), 376 
Dewhurst & Partner, 902 
Dictograph Telephones, 902 
Dowty Group, 902 
Drake & Gorham, 36, 114 
Dubilier Condenser Co., 226, 500 
East African Power & Lighting Co., 300, 
420, 708 
Ebonite Container Co., 174, 580 
Electric Construction Co., 36, 114, 500 
Electric Furnace Co., 174, 420, 862, 984 
Electric & General Investment Co., 114 
Electric & Musical Industries, 708, 862 
Electrical Apparatus Co., 670, 824 
Electrical Components, 152, 300 
Enfield Cables, 944 
Enfield Rolling Mills, 862 
Engineering & Lighting Equipment Co., 36, 
114, 670 

English Electric Co., 262, 944 
Ericsson Telephones, 632 
Ever Ready (Gt. Britain), 708 
Ever Ready Trust Co., 708, 944 
Eveready South Africa, 500 
Falk, Stadelmann & Co., 262, 784, 902 
Ferranti, 36 
Gabriel, Wade & English, 262 
General Cable Manufacturing Co., 862 
General Electric Co., 174, 226, 540 
Globe Telegraph & Trust, 226, 784 
Greengate & Irwell Rubber Co., 670 
Hackbridge Cable Holdings, 376, 540 
Hackbridge & Hewittic Electric Co., 36, 76, 
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Hall, J. & E., 338 
Heenan & Froude, 784, 1024 
Henley’s, W. T., Telegraph Works Co., 541 
Hick, Hargreaves & Co., 76, 226, 944 
Holophane, 632, 708 
Hoover, 152, 300 
Hopkins, G., & Sons, 670 
Hopkinsons, 708 


Howden, James, & Co., 174, 300, 500 

Hunt, A. H. (Capacitors), 462 

International Combustion (Holdings), 462 

Jerusalem Electric & Public Service Coer- 
poration, 708, 746, 862 

Johnson, Matthey & Co., 76, 902 

Johnson & Phillips, 174, 824 

Johnson, Richard & Nephew, 36, 824 

Kent, George, 152, 338, 984 

Lancashire Dynamo Holdings, 376 

Laurence, Scott & Electromotors, 862 

Lightalloys, 632 

Lightfoot Refrigeration, 76, 226 

London Electric Wire Co. & Smiths, 670 

London Electrical & General Trust, 300, 902 

Lucas, Joseph (Industries), 824, 1024 

Marco Refrigerators, 36, 1024 

Marconi International Marine Communica- 
tion Co., 632, 670 

Marryatt & Scott Holdings, 36, 114 

Mather & Platt, 174 

Metal Industries, 300 

Meters, 784 

Midland Electric Manufacturing Co., 746, 


902 
Morgan Crucible Co., 36, 114 
Morphy-Richards, 580, 746 
Murex, 174, 1063 
Newman & Watson, 300 
Newton Bros. (Derby), 338, 376, 632 
Nico Light Engineering Co., 338,420 _ 
Nigerian Electricity Supply Corporation, 

174, 338, 500 ’ 

North of Scotland Hydro-Electric Board, 746 
Oldham & Son, 262 
Oriental Telephone & Electric Co., 76, 944, 

1024 
Palestine Electric Corporation, 462, 540, 670 
Parmiter, Hope & Sugden, 174, 262, 376, 


420, 984 . 

Perak River Hydro-Electric Power Co., 
632, 784 

Permali, 76, 541, 632 

Peto Scott Electrical Instruments, 746, 984 

Phoenix Telephone & Electric Holdings, 
114, 420 

Pinchin, Johnson & Associates, 338, 984 

Pirelli-General Cable Works, 226 

Plessey Co., 824, 984 

Pye, 36, 76, 152, 338, 944, 1024 

Pyrotenax, 862 

Radio & Television Trust, 746, 984 

Radio Rentals, 1063 

Rawlings Bros., 902 

Reliance - Clifton Cables & 
Products, 36, 152, 670 

Renold & Coventry Chain Co., 36 

Revo Electric Co., 76, 902 

Reyrolle, A., & Co., 462 

Richardsons, Westgarth & Co., 174, 500 

Rothermel Corporation, 76 

Ruston & Hornsby, 114 

Scottish Cables, 944 

Scottish Cables (South Africa), 541, 824 

Siemens Bros. & Co., 902 

Simon-Carves, 152 

Smith, S., & Sons (England), 824, 1024 

Sterling Cable Co., 376 F 

Stone, J. & F., Lighting & Radio, 670, 784 

Stone, Max, 984 

Stothert & Pitt, 580, 784 

Strand Electric Holdings, 462, 708 

Stream-Line Filters, 338, 462 

Sturtevant Engineering Co., 541 

Sun Electrical Co., 862 

Telegraph Condenser Co., 420 s 

Telegraph Construction & Maintenance Co., 
76, 300 

Telephone & General Trust, 541 

Telephone Manufacturing Co., 824 

Telephone Properties, 300, 376, 670 

Telephone Rentals, 1024 

Thompson, John, 300 

Thorn Electrical Industries, 174, 226, 376, 
500 

Tube Investments, 784, 824 

Turner & Newall, 944, 1063 

Ultra Electric (Holdings), 420, 632, 746 

Vactric, 226, 1024 

Venner, 708 

Vent-Axia, 36, 984 

Walsall Conduits, 76, 420 

Ward & Goldstone, 76, 152, 784 

Ward, Thos., 670 ‘ 

Watford Electric & Manufacturing Co., 67 

Waygood-Otis, 984 

Weir, G. & J., 784 ; 

West London & Provincial Electric 
General Trust, 376 
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Reports and Dividends—continued 
Westinghouse Brake & Signal Co., 1063 
Worthington-Simpson, 114 
Yarrow & Co., 784 


Research Association of British Rubber 
Manufacturers, New headquarters of, 899 

Retail and service trades statistics, 158, 163 

Revo Electric Co., Demonstration kitchen of, 
529; Mechanized enamelling plant, 895 

Reyrolle, A., & Co., New conveyor system at, 
250 

Reyrolle Research Station: Explosion, 100 

Rheidol hydro-electric scheme, 229, 287, 394, 


503 

River Avon overhead line, 287 

Roads, Accidents on, 424; Heavy loads by, 
1013 

Rogerstone power station, 193 

Royal Chartered Colleges of Technology, 176 

Royal Fine Art Commission: Twelfth 
report, 37 

Royal Highland Show, 37 

Royal Lancashire Show, 329 

Royal Show, Windsor, 103 

Royal Society of Arts: L. B. Atkinson 
memorial lecture, 911 

Royal Welsh Show, 217 

Royal Yacht Britannia, 165, 290 

Rubber research, New laboratories for, 899 

Rural distribution, by G. O. McLean, 1057 

Rural electrification, 109, 546, 827, 898 

Rural supplies in the north-west, 715, 865 

Russia: Atomic power in, 54; Orders from, 
290, 330,739 

Rye House power station, 131 


SAFETY and Factory Efficiency Exhibition, 
628 

Safety in substations, 16 

St. Bartholomew’s Hospital: 
accelerator, 524 

St. Lawrence River power project, 287, 711 

Salaries: Electrical officials’, 177; Station 
superintendents’, 288; Electricity supply 
industry, 629, 810, 830, 854 

Salesmanship training, 149 

Salter, Geo. & Co.: Pre-packaging of equip- 
ment, 367 

Salvi Co. of Milan: Overhead line jointing, 22 

Sanders, Wm., & Co., Fire at works of, 816 

Saxonia, Telephone system for, 60; Batteries 
for, 401 

School installation: Kidbrooke, 237, 290, 492 

Schoolboys’ Exhibition, 1052 

Scientific Instrument Manufacturers’ Associa- 
tion: Travelling exhibition, 366; ‘‘ Elec- 
tronics at Work ”’ exhibition, 478 

Scientific Policy, Report of Advisory Council 


New linear 


on, 452 

Scotland:  All-electric flats, 400; Hydro- 
electric stations inaugurated, 417; Glas- 
gow railway electrification scheme, 488, 
698; New Ferranti research laboratories, 
643; Glasgow power station extension, 
986; Rural supplies in south-west ——, 
I0IO 

Scottish Industries Exhibition, 399, 454 

Searchlights, Cable ship’s, 740 

Selenium: Substitutes, 468; Facts about, 488 

Semi-conductors: Laboratories of General 
Electric Co., 307 

Service centres: Mobile, 251, 292; Window- 
dressing competitions, 251, 292, IOI5 

Sewage pumping station, New, 730 

Sewage works charges, 986 

Shepcote Lane Rolling Mills, New plant at, 871 

Shift work, 738 

Shin tunnel project: Radiators for, 401 

Showrooms: Mobile, 251; Machine tool, 290; 
Early closing of, 543; Contractors’, 586; 
Lighting, 817; New Bristol —— of 
Philips Electrical, 859; All-electric kitchen 
—, 976; Dimplex, 1014 

Shunting, Push-button, 402 

Siemens Bros. & Co.: A.E.I. offer for stock, 
1028 

Sign design competition, 1014 

Signalling, Push-button, 748 

Signs, Illuminated, 819, 1007 

Silicone elastomers, by R. L. Burniston, 753 

Silicone plant, British, 627 % 

Simplex Electric Co.: Creda works visit, 662; 
Cooker display stand, 739 ; 

Sims, F. D.: Ramsbottom works’ extension, 
217 

Skelton Grange power station, 635, 676, 680 

Slotted angle bar, 939 
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Smith Meters, Dunblane factory of, 979 
Smith’s English Clocks: London showrooms, 


21 
Smithfield Show, 958 

Smoke abatement conference, 178 

Smoke pollution, 99 

Snowdonia water power scheme, 543 

Snowy River hydro-electric project, 265, 314, 


945 

Society of British Aircraft Constructors 
exhibition, 388 

Society of Non-Destructive Inspection, Forma- 
tion of, 858. 

South Africa: Overseas economic survey, 100; 
Geared motors for, 217; Market Report, 
246; Cape Town Electricity Dept. 
report, 303; News from, 313, 10333 
Earthing resistance for, 401; Electricity 
Supply Commission’s annual report, 4423; 
Electric Construction Co.’s factory, 627; 
Import policy, 662; Pretoria power 
station, 748; Tariff on motors, 776; 
Plant for Johannesburg, 827; Electrical 
trade of, 863; Railway signalling equip- 
ment for, 937; trade prospects, 950; 
Trade with, 964; Oil-filled cables in 
Johannesburg, 1015; Turbo-generator 
for Bloemfontein, 1052; Tariff applica- 
tion, 1052 

South America: Sir George Nelson’s tour, 48 

South Angus distribution scheme, 288 

South of Scotland Electricity Board, 196, 933 

South East Scotland Electricity Board: Border 
rural supplies, 153; Capital expenditure 
of, 229; Stand at World Poultry Congress, 
328, 367; Supplies in Northumberland, 
339; Aluminium sheathed cable for, 492; 
All-electric flats proposals, 748; Oxen- 
foord Castle floodlighting, 827 

South Eastern Electricity Board: Sussex 
County Show exhibit, 124; —— and 
Corporation contracts, 147; New show- 
rooms, 154; Hire purchase terms, 193; 

v. E. Munroe, 251; Early-closing of 
showrooms, 282; Domestic appliance 
repairs, 575, by H. Hobbins, 615; Broad- 
stairs change-over, 787; Teachers’ 
conference, 937 

South Wales Electricity Board: Tariff review, 
193; Damages award against the, 218 

South West Scotland Electricity Board: Terms 
for rural supplies, 79; Water heater hire, 
79; System reinforcement in Ayrshire, by 
A. E. Roots, 644; Cable contract, 978; 
Rural supplies position, 1010; British 
Oxygen Co. v. » IOI 

South Western Electricity Board: Improving 
Minehead supply, 39; Slogan competition, 
147; Mobile showrooms, 251; Compensa- 
tion for injury, 290; Exe Valley extensions, 
463; Finances of, 573; Woodcote sub- 
station, 583; Flood damage repairs, 894; 
River Fal underwater line, 898 

Southern Cross: Public address equipment, 101 

Southern Electricity Board: Tariff modifica- 
tion, 39; LEarly-closing of showrooms, 
153, 282; Cookery demonstrations, 628; 
Dairy farm installation, 929 

Southern Rhodesia: Kariba and Kafue hydro- 
electric schemes, 19; Trade Commis- 
sioner, 528 

Southport flower show, 177, 361 

Soviet bloc, Exports to, 661 

Space heaters, Storage, by W. F. Walton, 553; 
in Bristol, 692 

Spain: Railway electrification, 524; Exchange 
of power with France, 787; Barcelona 
power plan, 1022 

Speed control, Close, by B. Feltbower, 991 

Sports Turf Research Institute: Frost pro- 
tection experiments, 895 

Staff, Technical, 868 

Stage lighting, 1041 

Standard Telephones and Cables: Southamp- 
ton cable factory, 178; New impulse 
generator, 922 

Standards, International, 468 

Star Aluminium Co., Floor warming installa- 
tion at works of, 108 

Starting of power plant, Rapid, 12 

Staythorpe power station: Transformer for, 
27; Objection to extensions, 39, 287; 
Proposed cooling towers, 827 

Steam, High temperature, in ships, 758 

Steam and power survey, I, 23 

Steam stations, Oil firing of, 751 

Steel: Electricity and ——, 231, 254; —— for 
steam plant, 268, 284; Heat-treating 
stainless ——, 871; ——— control, 894 











II 


Steelmaking, by J. F. Sewell, 914 

Steelworks: Expansion 197; Equipment for 
—— 366, 817; Lighting in » by 
G. W. S. Levey 431; Large arc furnace 
in, 961 

Strategic Goods (Control) Order, 977 

Street cleansing tests, 839 

Strikes: J. Lyons & Co., 13, 20, 147, 169, 176, 
216, 232, 250; condemned, 424; 
Siemens Brothers & Co., 456; Port of 
London, 492 

Submarine cable laying, 398 

Submarine-escape training, 719 

Substation control equipment, 377 

Substations, Safety in, 16 

lad i Removal from fuel 734; Recovery 
of, 790 

Sunbeam Electric Co.: Scottish factory, 56 

Sunderland: Tramway abandonment, 109, 651 

Superconductivity, by K. J. A. Brooks and 
R. H. Warring, 995 

Supergrid: Transformers for the, 101, 216; 
Tower for Staythorpe-Drakelow line, 288; 
Tilbury-Elstree section, 469; Objection 
to line, 660; Gloucestershire section, 
7723 Route inquiry, 827; Route approved, 

5 

Supervisors, Training of, 148 

Sussex County Show, 140 

Sweden;  Kilforsen plant inaugurated, 79; 
Conditions in, 303 

Switchgear design, by C. H. Flurscheim, 317 

Switchgear production, 72 

Switzerland: O6crlikon high-power testing 
station, 31; Power supply in, 249; Moun- 
tain railway equipment, 473; Rheinau 
power plant, 1007; 1953 Electrical 
exports, 1020 

Synchronous machines, Testing large, by 
S. Neville, 1029 











TariFF applications, Protective, by J. C. 
Hancock, 1055 

Tasmania, Power supply in, 107 

Technical colleges: Apparatus for, 433; 

Essex, 561; Carshalton, 897; 

Equipment at Wednesbury, 908 

Technical courses, 248 

Technological education: Memorandum on 
——, 232; Higher 39573974 

Technologists, Dearth of, by Margaret Tucker, 
3533; Shortage of ——, 343, 407, 468, 714, 
949, 990 

Technology: Royal Chartered Colleges of, 
176; Medway College of, 450 

Tees-Side Railless Traction Board, 633 

Telecommunications, Engineering and Manu- 
facturing Association: Annual dinner, 699 

Telecommunications research, 520 

Telephone cables: Atlantic, 58, 724, 774, 877; 
Anglo-Norwegian, 690; Insulation of 
submarine , by J. N. Dean, 911 

Telephones: Installations of, 99; Number of, 
IOI, §29; Development, 212; At London 
Airport, 653; in El Salvador, 827; 
Haiti contract, 895; Gale damage to, 
973; Automatic in Holland, 987; 
Hull undertaking jubilee, 994 

Television: Jersey service, 23; White 
City —— Centre, 23; North Hessary 
Tor station, 355; Equipment for 
Italy, 401; detection, 430; In 
Australia, 454, 937; Independent Tele- 
vision Authority, 493; Compatibility in 
colour » 724; Rowbridge transmitter 
inaugurated, 808; Proposed suppressor 
regulations, 973; Commercial fre- 
quencies, 1010 

Television Bill, 56, 213 

Tendering procedure, 328, 714 

Tenders, “All-in”’, 752; 
wiring, 817 

Tennessee alley Authority under _ fire, 
by C. F. Matthews, 838 

Tennis floodlighting installation, 21 

Terminology, Industrial, 800 

Testing Heavy Plant, 268, 269 

Thermionic valve, Jubilee of the, 488, 564, 
790, 830, 840-842, 857 

Thermodynamics, Heat transfer and, 923 

Thomson & Brown Bros., New Inverness 
premises of, 937 

Thornton Lecture, 8 

Traction motor maintenance, by J. G. Bruce, 
758, 812, 897 

Trade discounts, by E. A. Fowler, 919 

Trades Union Congress: General Council’s 
annual report, 355; Brighton meeting, 465 
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Traffic signals, New installation of, 894 

Train control, Automatic, 473 

Train-initiated announcements, 690 

Training school, Automobile test equipment, 
818 

Tramways: Tees-Side profit from, 633; 
Sunderland’s abandonment of, 109, 651 

Transformers (Watford), New factory exten- 
sion of, 739 

Transformers: Supergrid, 101; Silicone 
insulated, 250; Manufacture of large i 
801; Large for power stations, 945 

Transistors, Course on, 102; and ger- 
manium diodes, 791 

Transmission calculations, Electric power, by 
W. T. Taylor, 125 

Transmission lines: 66 kV, 417; 132 kV, 635, 
898; 6:6 kV, 897; 11 kV underwater, 
898; Italy-Sicily Combined 
h.v. and L.v. » 1047 

Transmission of power, 2; 
cable, 749 

Transporters, Dock, 541 

Trinidad: Electricity Commission’s annual 
report, 945 

Trolley-buses: Wolverhampton profit, 543; 
Support for London 5 FEI. ass 
Auckland, 778; South Shields profit, 946 

Tunisia: Quotas for British goods, 290 

Tunnel excavation lighting, 692 

Turbine, Instructional water, 819 

Turbine development, Steam, 737 

Turbine-shaft distortion, 836 

Turbo-alternator end-windings, 966, 1000 

Turbovisory equipment, 888 

Turf, Protection against frost of, 895 

Turf-fired power station, 1062 

Turkey: Electric railways in, 265; 
electric development in, 1043 

T.V.A. under fire, by C. F. Matthews, 838 

Tyneside Productivity Committee: 120 


» 968; 


Under-water 


Hydro- 


Ucanpa Electricity Board: Crossing the 
Nile by rocket, 78; Film of Owen Falls 
scheme, 1013 
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Uganda-Kenya power link, 39 

Uganda Radio and Electrical Association, 211 

Ullapool power station, 339; Inaugurated, 417 

UNESCO: Inventories of apparatus for 
science teaching, 433 

** Unipede ’’ Congress, 924 

United Nations Economic Commission: 
tric Power Sub-Committee’s 
meeting, 671 

United States: 


Elec- 
Tokyo 


Arkansas overhead line 
protests, 13; Dam contracts, 20, §6, 572, 
776; Trade with, 216; Generator set 
contract, 366; Philadelphia power station, 
459; Electrical exports of, 568; Buying 
policy, 638; Electrical standards, 661; 
Power dispute settled, 787; Market for 
electric motors, 859; Atomic power for 
New York, 865; Import policy, 1028; 
River Rouge plant, 1062 


V ALVES, Importing of radio, 26 
Variable speed a.c. drives, by A. T. Robertson, 


331 

Vegetable wastes as fuel, 220 

Vehicle headlight dazzle, 454 

Venezuela: New hydro-electric project, 377; 
Brush Group in, 493 

V.h.f. broadcasting, 175, 212 

“* Visible ”’ heat, 2 

Voltage stabilization, by R. E. Jennings, 315 


Waces: Cable making 
Electricians’ holiday, 196; Scottish 
electricians, 216, 738; National Railway 
Union, 252; Engineering, 267, 290, 627, 
776, 990, 1013; Post Office engineers, 
367, 1010; Plumber jointers, 528; 
Scientific workers, 1051 

Wales: Rural electricity in, 16; Hydro- 
electric schemes, 287, 394, 503, 543 

Washing machines, Purchase of, 79; 
technicon for, 529 

Water power in New Zealand, 1050 

Wednesbury Technical College, Installation at, 
909 


industry, 176; 


Pan- 


Welding demonstration room, 1051 

West Hull & Haltemprice Joint Main Drainage 
Scheme, New pumping station of, 730 

Westinghouse Brake & Signal Co.: Rectifier 
Division convention, 149 

Wiggin, Henry, & Co., Zenith works jubilee, 


77 

Willesden Civic Show, 493 

Wilson, John, (Gildersome), Automatic door 
installation at premises of, 938 

Wind power experiments, 306, 403 

Wind tunnel drive, 69 

Winder at Bradford Colliery, 248 

Window displays, Christmas, 1015 

Wire goods, Marking of imported, 147 

Wiring, Adequate, by J. I. Bernard, 587 

Wiring, Assisted, 827 

Wiring, Domestic, by A. Cunnington, 997 

Wiring regulations, I.E.E., 232, 253 

Wood: Tests on preservatives, 552; Dielectric 
properties of, 936 

Wood pole tests, 684 


Woods of Colchester: Mobile fan exhibition, 


367 

*“ Working for Better Living ’’ exhibition, 978, 
1015 

World electrical exports, by R. E. Kaan, 729 

World Poultry Congress, 328, 367 

World Power Conference, 69, 81, 83-87, 159, 
219 


X-RAY apparatus, Medical, 908 
X-ray centre, New, 895 
X-ray examination of the brain, 220 


Y oRKSHIRE Electricity Board: Power 
factor improvements, 148; Accident, 503; 
Consumers’ money boxes, 652; Neepsend 
power link restored, 660; Commercial 
conferences, 661; Tariff questions, 945 


ZANZIBAR: Saateni 
augurated, 1022 


power station in- 
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